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Section |. INTRODUCTION 


1. Scope. This manual lists repair parts; test, measurement, and diagnostic equipment (TMDE), and other support 
equipment required for operation and performance of organizational, direct support, and general support and depot 
maintenance of the ULV Aerosol Generator. 


2. General. This Repair Parts and Special Tools List is divided into the following sections: 


a. Repair Parts List. A list of repair parts authorized for use in the performance of maintenance. The 
list also includes -parts which must be removed for replacement of the authorized parts. Parts lists are composed of 
assembly groups in ascending numerical sequence, with the parts in each group listed in NSN sequence, figure and 
item number sequence. Bulk materials are listed in NSN sequence, as the list group in[section III 


b. Section III. Special Tools List. (Not applicable) 


с. National Stock Number and Part Number Index. А list, іп ascending numerical sequence of all 
National Stock Numbers appearing in the listings, followed by a list, in alphanumeric sequence, of all part numbers 
appearing in the listings. National stock numbers and part numbers are cross-referenced to each illustration figure and 
item number appearance. 


3. Explanation of Columns. The following provides an explanation of columns found in the Tabular listing: 
a. Illustration. This column is divided as follows: 
(1) Figure Number. Indicates the figure number of the illustration in which the item is shown. 
(2) Пет Number. The number used to identify item called out in the illustration. 
b. Source, Maintenance and Recoverability (SMB). 


(1) Source Code. Source codes are assigned to support items to indicate the manner of acquiring support items for 
maintenance, repair, or overhaul of end items. Source codes are entered in the first and second positions of the 
Uniform SMR Code format as follows: 


Code Definition 

PA Item procured and stocked for anticipated or known usage. 

PB Item procured and stocked for insurance purposes because essentiality dictates that a minimum quantity be 
available in the supply system. 

PC Пет procured and stocked and which otherwise would be coded PA except that it is deteriorative in nature. 

PD Support item, excluding support equipment, procured for initial issue or outfitting and stocked only for 
subsequent or additional initial issues or outfittings. Not subject to automatic replenishment. 

PE Support equipment procured and stocked for initial issue or outfitting to specified maintenance repair activities. 

PF Support equipment which will not be stocked but which will be centrally procured on demand. 

PG Item procured and stocked to provide for sustained support for the life of the equipment. It is applied to an item 
peculiar to the equipment which, because of probable discontinuance or shutdown of production facilities, would 
prove uneconomical to reproduce at a later time. 

KD An item of a depot overhaul/repair kit and not purchased separately. Depot kit defined as a kit that provides 
items required at the time of overhaul or repair. 

КЕ An item of a maintenance kit and not purchased separately. Maintenance kit defined as a kit that provides an 
item that can be replaced at organizational or intermediate levels of maintenance. 

KB Пет included in both a depot overhaul/repair kit and a maintenance kit. 
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Соде Definition 


МО Item to be manufactured or fabricated at the organizational level. 

MF Item to be manufactured or fabricated at the direct support maintenance level. 

МН Item to be manufactured or fabricated at the general support maintenance level. 

МО Item to be manufactured or fabricated at the depot maintenance level. 

АО Item to be assembled at organizational level. 

AF Item to be assembled at the direct support maintenance level. 

AH Item to be assembled at general support maintenance level. 

AD Item to be assembled at depot maintenance level. 

XA Пет is not procured or stocked because the requirements for the item will result in the replacement of the next 
higher assembly. 

XB ltem is not procured or stocked. If not available through salvage, requisition. 

XC Installation drawing, diagram, instruction sheet, field service drawing, that is identified by manufacturer's part 
number. 

XD Asupport item that is not stocked. When required, item will be procured through normal supply channels. 


NOTE 


Cannibalization or salvage may be used as a source of supply for any items source coded above 
except those coded XA or AD 


(2 Maintenance Code. Maintenance codes are assigned to indicate the levels of maintenance authorized to USE 
and REPAIR support items. The maintenance codes are entered in the third and fourth positions of the Uniform SMR 
Code format as follows: 


(a) The maintenance code entered in the third position will indicate the lowest maintenance level authorized to 
remove, replace and use the support item. The maintenance code entered in the third position will indicate one of the 
following levels of maintenance: 


Code Application/Explanation 


Crew or operator maintenance performed within organizational maintenance. 

Support item is removed, replaced, used at the organizational level. 

Support item is removed, replaced, used at the direct support level. 

Support item is removed, replaced, used at the general support level. 

Support items that are removed, replaced, used at depot, mobile depot, or specialized repair activity only. 


оттоо 


(b) The maintenance code entered in the fourth position indicates whether the item is to be repaired and identifies 
the lowest maintenance level with the capability to perform complete repair, yet does not preclude some degree of repair 
which may be accomplished at a lower category of maintenance. 


Code Application/Explanation 


The lowest maintenance level capable of complete repair of the support item is the organizational level. 

The lowest maintenance level capable of complete repair of the support item is the direct support level. 

The lowest maintenance level capable of complete repair of the support item is the general support level. 

The lowest maintenance level capable of complete repair of the support item is the depot level. 

Repair restricted to designated Specialized Repair Activity. 

Nonreparable. No repair is authorized. 

No repair is authorized. The item may be reconditioned by adjusting, lubricating, etc., at the user level. No 
parts or special tools are procured for the maintenance of this item. 


UONrOInO 


(3) Recoverability Code. Recoverability codes are assigned to support items to indicate the disposition action on 
unserviceable items. The recoverability code is entered in the fifth position of the Uniform SMR Code format as follows: 
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Recoverability 
Code Definition 


Nonreparable item. When unserviceable, condemn and dispose at the level indicated in position 3. 

Reparable item. When uneconomically reparable, condemn and dispose at organizational level. 

Reparable item. When uneconomically reparable, condemn and dispose at the direct support level. 

Reparable item. When uneconomically reparable, condemn and dispose at the general support level. 

Reparable item. When beyond lower level repair capability, return to depot. Condemnation and disposal not 

authorized below depot level. 

L Reparable item. Repair, condemnation, and disposal not authorized below depot/specialized repair activity 
level. 

A Item requires special handling or condemnation procedures because of specific reasons (i.e., precious metal 

content, high dollar value, critical material or hazardous material). Refer to appropriate manuals/directives for 

specific instructions. 


OInON 


c. National Stock Number. Indicates the National stock number assigned to the item and will be used for 
requisitioning purposes. 

d. Part Number. Indicates the primary number used by the manufacturer which controls the design and 
characteristics of the item by means of its engineering drawings, specifications, standards, and inspection requirements 
to identify an item or range of items. 


NOTE 


When a stock numbered item is requisitioned, the repair part received may have a different part 
number than the part being replaced. 


e. Federal Supply Code for Manufacturer (FSCM). The FSCM is a 5-digit numeric code listed in SB 708-42 
which is used to identify the manufacturer, distributor, or Government agency; etc. 


Е Description. Indicates the Federal item name and, if required, а minimum description to identify the item. 
Items that are included in kits and sets are listed below the name of the kit or set, with the quantity of each item in the kit 
or set indicated in the quantity incorporated in unit column. When the part to be used differs between serial numbers of 
the same model, the effective serial numbers are shown as the last line of the description. In the Special Tools List, the 
initial basis of issue (BOI) appears as the last line in the entry for each special tool, special TMDE, and support 
equipment. When density of equipments supported exceeds density spread indicated in the basis of issue, the total 
authorization is increased accordingly. 

0. Unit of Measure (U/M). Indicates the standard of the basic quantity of the listed item as used in performing the 
actual maintenance function. This measure is expressed by а two-character alphabetical abbreviation (e.g., еа, in., pr, 
etc.). When the unit of measure differs from the unit of issue, the lowest unit of issue that will satisfy the required units of 
measure will be requisitioned. 

В. Quantity Incorporated in Unit. Indicates the quantity of the item used in the breakout shown on the illustration 
figure, which is prepared for a functional group, subfunctional group, or an assembly. A "V" appearing in this column in 
lieu of a quantity indicates that no specific quantity is applicable (e.g., shims, spacers, etc.). 


4. Special Information. 

a. Repair parts kits and gasket sets appear as the last entries in the repair parts listing for the figure in which its 
parts are listed as repair parts or are listed at the end of the repair parts listing for the last figure containing parts of the 
kit. 

b. In the parts list, some items are indented to show that they are a component or components of the item under 
which they are indented. 

с. The following publication pertains to the ULV Aerosol Generator and its components: 


Publication and Short Title 
TM 5-3740-214-14 ULV Aerosol Generator 


5. How to Locate Repair Parts. 
a. When National Stock Number or Part, Number is Unknown: 
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(1) First. Using the table of contents, determine the assembly group within which the repair part belongs. This is 
necessary since illustrations are prepared for assembly groups, and listings are divided into the same groups. 

(2) Second. Find the illustration covering the assembly group to which the repair part belongs. 

(3) Third. \dentify the repair part on the illustration and note the illustration figure and item number of the repair 
part. 

(4) Fourth. Using the Repair Parts Listing, find the figure and item number noted on the illustration. 


b. When National Stock Number or Part Number is Known. 

(1) First. Using the Index of National Stock Numbers and Part Numbers, find the pertinent National stock number 
or part number. This index is in NIIN sequence followed by a list of part numbers in alphanumeric sequence, cross 
referenced to the illustration figure number and item number. 

(2). Second. After finding the figure and item number, locate the figure and item number in the repair parts list. 


6. Abbreviations. 


Abbreviations Explanation 
DEG Degree(s) 
EA Each 
FT Feet (foot) 
GRP GROUP 
ID Inside Diameter 
IN Inch(es) 
LG Long (length) 
MTG Mounting(s) 
NO Number(s) 
OD Outside Diameter 
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FUEL TANK 


MUFFLER 
ASSEMBLY 
ж (REF) 
33 
32 
CARBURETOR ч 
AIR CLEANER 
ASSEMBLY 
( ; 
N ” 96. t 


“м 
/ 
8 
6- 74 TM5-3740 214-24P/1 


Figure 1. Engine Assembly 
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SECTION Il 


(1) (2) (3) 
LLUSTRATION 


(a) (b) NATIONAL 
FIG | ІТЕМ| SMR STOCK 
МО. | МО. | CODE NUMBER 


5310-00-880-7746 
5310-00-407-9566 
5310-00-087-7493 
5305-00-225-9081 


5305-00-068-0501 
5310-00-550-1130 


осоо-ооком- 


E 
© © — O) OQ = © D — Б 


- 


рата 


წ 


5306-00-225-8499 
5310-00-959-4679 


+ 


+ 


5307-0-013-7888 


5310-00-761-6882 
5310-00-582-5965 


(4) 


РАВТ 
NUMBER 


М551968-5 
М535338-45 
М527183-13 
M590725-36 
3006 

2161 
MS90725-5 
MKS35333-40 
234392 
231142 


231804 
X-119-14 
X-25-15 
А-234598 
42-025-17 
230148 
М5590725-34 
M5S35340-45 
X-583-1 
231737 
231625 
230112 
230054 
230092 
234402 
MS51864-103-13 
234847 
41-015-02 
41-041-05 
230007-5 
230170 
3Х559 

3024 

X-583-2 
X-230-11 
MS51967-2 
М535338-44 
А-234678 


(6) 
DESCRIPTION 


GROUP 01 - ENGINE 
NUT, PIN, HEXAGON 
WASHER, LOCK 
WASHER, FLAT 
SCREW, CAP, HEXAGON HEAD 
STIFFNER 
ENGINE ASSEMBLY 
SCREW, CAP, HEXAGON 
WASHER, LOCK 
SCREEN, GRASS 
RING, GRASS SCREEN 
BRACKET 
HOUSING, BLOWER 
NUT, SELF-LOCKING 
WASHER, LOCK 
FLYWHEEL ASSEMBLY 
PLYWHEEL 
WASHER, TENSION 
SCREW, CAP, HEXAGON HEAD 
WASHER, LOCK 
SEAL, FRONT OIL 
PLATE, BEARING 
BEARING, BALL 
GASKET, BEARING PLATE 
BAFFLE, CYLINDER 
DIPSTICK 
BAFFLE, HEAD. 
STUD 
SPACER 
HEAD, CYLINDER 
GASKET, HEAD 
GUIDE, VALVE 
INSERT, SEAT 
PULLEY 
PULLEY, SQUARE 
SEAL, OIL, REAR 
PLUG, EXPANSION 
NUT, PLAIN, HEXAGON 
WASHER, LOCK 
VALVE COVER ASSEMBLY 
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(2) (3) (4) (6) 
LLUSTRATION DESCRIPTION 


(a) | (b) NATIONAL 
FIG | ITEM| SMR STOCK PART 
NO. | NO.| CODE NUMBER NUMBER 


231419 FILTER 

230046 SEAL, BREATHER 

230048 GASKET, VALVE COVER 

0066 BREATHER 

230043 STUD, VALVE COVER 
5305-00-068-0500 | MS90725-3 SCREW, CAP, HEXAGON HEAD 
5310-00-582-5965 | М535338-44 WASHER, LOCK 

240282 COVER, PUMP PAD 

41-041-01 GASKET, PUMP PAD 

1124-1/2 CAP, PIPE 

2168 PIPE, OIL DRAIN 
5305-00-071-2242 | MS90725-9 SCREW, САР, HEXAGON HEAD 
5310-00-407-9566 | MS35338-45 WASHER, LOCK 

230021 BASE, OIL PAN 

41-041-05 GASKET, PAN 

41-005-01 BLOCK, CYLINDER 
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Figure 2. Governor Assembly 
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() (2) 
LLUSTRATION 


(a) 
FIG 


2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 


(b) 
ITEM 


оо O O1 + OC ND ~ 


SMR 
CODE 


(3) (4) 


NATIONAL 
STOCK PART 
NUMBER NUMBER 


5310-00-997-1888 | MS35649-2252 

5305-00-225-3839 | М$90725-8 

5310-00-809-4058 | М$27183-10 
Х-67-5 
231355 
230078 
230478 
Х-25-58 
232614 
232617 
230476 
230149 
230540-5 
А-235157 
230125-5 
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(6) 
DESCRIPTION 


„МОТ, PLAIN, HEXAGON 
SCREW, CAP, HEXAGON HEAD 
.WASHER, FLAT 

“SCREW, MACHINE 

„РМ, GOVERNOR STOP 
.LINKAGE, GOVERNOR 
.ВВАСКЕТ, SPEED CONTROL 
.WASHER, STEEL 

.LEVER, GOVERNOR 
“SPRING, GOVERNOR 
.BUSHING, GOVERNOR 
„0152, REGULATING 

“SHAFT, GOVERNOR 

.GEAR, GOVERNOR 

“SHAFT, GOVERNOR 
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NED 
STARTER 
ASSEMBLY 
(REF) 


N და. | 
— “зэ? б ) FLYWHEEL 
SS 


25 > x SS ASSEMBLY 
22 GF 
А ~ 
22 


(ВЕР) 


TM6-3740-214-24P/3 


Figure 3. Electrical Parts 
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() (2) 
LLUSTRATION 


(a) 
FIG 


3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 


(b) 
ITEM 


оомо ол) ог 


о cà à là là cà cà cà 


А 


оомо O1 + À ND — O 


SMR 
CODE 


(3) 


NATIONAL 
STOCK 
NUMBER 


5305-00-068-0501 
5310-00-582-5965 


5310-00-997-1889 
5305-00-068-0501 
230442 


5310-00-809-4058 


5305-00-855-0958 


5310-00-576-5752 


5940-00-644-8713 


(4) 


PART 
NUMBER 


238057 
51-132-02 
MS90725-5 
MS35338-44 
237335 
MS35649-2252 
MS90725-5 


238011 
238013 
41-323-02 
АС00-30 
М527183-10 
47-150-01 
230722 
231879 
234994 
230249 
М524629-45 
М535333-39 
232535 
220174 
47-150-01 
220476 
Х-389-2М 
220297 
59079ჩ-3.25 
59079R-4.75 
59079R-12 
59079R-18 
MS25036-8 
MS25036-9 
60416-1 
320381 
237878 
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(6) 
DESCRIPTION 


CABLE, SPARK PLUG 

PLUG, SPARK 

SCREW, CAP HEXAGON HEAD 
WASHER, LOCK 
RECTIFIER-REGULATOR 
NUT, PLAIN, HEXAGON 
SCREW, CAP HEXAGON HEAD 
SNITCH.STARTING 

SNITCH, IGNITION 
PANELINSTRUMENT 

FUSE HOLDER., INLINE 

FUSE. INLINE, 15 AMP 
WASHER, FLAT 
COIL.IGNITION 

CONDENSER 
BRACKET.IGNITION COIL 
PLATE, COIL 

CLIP 

SCREW, TAPPING, THREAD 
WASHER, LOCK 

COVER, BREAKER POINT 
GASKET, COVER 

BREAKER 
BRACKET.BREAKER POINTS 
ROD, BREAKER, 

GRO 

WIRE, ELECTRIC 

WIRE, ELECTRIC 
WIRELECTRIC 
WIRE.ELECTRIC 

TERMINAL RING, INSULATION 
TERMINAL RING INSULATION H 
TRENINAL.SLOTTR 
TEINAL.SPAD 
SATORALTRNATO 
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Figure 4. Starter Assembly 
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(3) (4) (6) 
DESCRIPTION 
NATIONAL 
STOCK PART 
NUMBER NUMBER USABLE ON CODE 


5305-00-269-2808 | 1М590726-60 “SCREW, CAP, HEXAGON HEAD nes 


MS35338-46 SPACER, SLEEVE 

41-098-01 “STARTER ASSEMBLY 

237644 „МОТ, STOP. 

237647 JOPAĠER; DUS FCOVER хааагананацьацананачадацанаацайнн 
237357 SPRING, ANTI-DRIFT 

237645 “ӘРАСЕН;ӘТОР/ӘЕАН:;: седан тонн 
41-755-04 3DRIVE; STARTER siratini '“ი”“ 
237363 WASHER, TRUSTe irent testet 
237650 „САР, DRIVE END 

237368 .KIT, REPAIR, STARTER 

237367 .BRUSH AND SPRING 

237762 .BRUSH HOLDER 
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Figure 5. Fuel Tank Assembly 


SECTION Il TM 5-3740-214-24Р 


(1) (3) (4) (6) 
LLUSTRATION DESCRIPTION 


ნ NATIONAL 
ITEM STOCK PART 
NO. NUMBER NUMBER USABLE ON CODE 


MS90725-3 “SCREW, CAP, HEXAGON HEAD nn 
MS27183-10 'МУТНЕХАСОМ... “-“"Cთ”“ა”""'""'!სსს''”' 
M535649-2252 WASHER, LOCK ყვით–ვვიი"ს".---–-_---. 
MS35333-40 ა თყინ-რთბი?"" en 
21601 „FUEL TANK და.-ს.-““რრსრ”""''"' 
220764 52845 
ZA-104-6 3032 SHOSE FUEL LINE ააა““==“ს""")"ს)სხ)|!"""'!' 


LIM5008 56215 


234767 52845 “BRACKET; FUEL TANK მორრრ“”””'""'""')) 
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SECTION Il TM 5-3740-214-24Р 


(1) (3) (4) (6) 
LLUSTRATION DESCRIPTION 


ნ NATIONAL 
ITEM STOCK PART 
NO. NUMBER NUMBER USABLE ON CODE 


230410 
1103-1 (ELBOW; STREET; 90 DEGREE სა"""!""""!!" 


1134-1 NUT; HEXAGON, INCH. 
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Figure 7. Air Cleaner Assembly 
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SECTION Il TM 5-3740-214-24Р 


(1) (3) (4) (6) 
LLUSTRATION DESCRIPTION 


ნ NATIONAL 
ITEM STOCK PART 
NO. NUMBER NUMBER USABLE ON CODE 


5305-00-757-8287 М551851-43 “SCREW, САР, HEXAGON sn 


М535333-40 WASHER; LOCKA ТО u гызыны Н Жыйыны дыны адымының 
52845 
А-231886 52845 T ANER'ASSEMBLŸ ”სთოოძძუეიეა8?;'!ჯ8ჭ86/!7?7?”!–,–V)ა)"“ი..----–-----–-–: 
231855 52845 Е „AIR:GLEANER: essen 
231847 52845 „ELEMIENT, AIR CLEANER თნ სძსთთთ»"”“"“:ჟშუ!.. 


231857 52845 „ВАЗЕ AIR CLEANER nisse данында ეუ)!!! 
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ох 


EN 2179 
ворү ET) 


— 


ASSEMBLY LJ 


(REF) bs 


Figure 8. Carburetor Assembly 
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SECTION Il 


(1) (3) 
LLUSTRATION 


NATIONAL 
STOCK 
NUMBER 


C-231738 
210223 
200438 
200380 
232635 
200383 
200420 
200418 
200376 
200408 
200439 


200375 


200443 


231555 


(4) 


PART 


NUMBER 


MS90725-6 


М535333-41 


52845 


52845 


52845 


52845 


52845 


52845 


52845 


52845 


52845 


52845 


52845 


52845 


52845 


52845 
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(6) 
DESCRIPTION 


USABLE ON CODE 


“SCREW, CAP, HEXAGON HEAD nee 
CARBURETOR ASSEMBLY -iiair Ai Nieee Sat a e a 


sOCREW; ВОМ ВЕТАЈМЕВ`.... ааннара АНАН 
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ТМ 5-3740-214-24Р 


Figure 9. Internal Parts Group 
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SECTION Il TM 5-3740-214-24Р 


(1) (3) (4) (6) 
LLUSTRATION DESCRIPTION 
ნ NATIONAL 

ITEM STOCK PART 

NO. NUMBER NUMBER USABLE ON CODE 
A-231801 „ROD, GONNECTING ASSEMBLY -_ 
230525 LOCK] CONNECTING ВОД. 
A-234950 PISTON ASSEMBLY seise ns nth teats Ua acc аван 


232575 


A-230155-S 
47-089-01 “აყვს-ასს,'"'"”""”"''სხ5"!ხ)!!)ს!! 


230293 


230690 


231730 


275267 


230097 


232659 


230087 


41-755-01 


230008 


230011 RETAINER; V SPRING aj канави оаа АЦА 
230013 : „INTAKEVALVE EE 


232777 : , EXHAUST VALVE 
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ТМ 5-3740-214-24Р 


TM5-3740-214-24P/10 


Figure 10. Belts 
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SECTION Il 


(3) (4) 
LLUSTRATION 
NATIONAL 
тем SMR STOCK PART 
CODE 


NUMBER NUMBER 
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(6) 
DESCRIPTION 


TM 5-3740-214-24Р 


USABLE ON CODE 


ТМ 5-3740-214-24Р 


Figure 11. Ак Pump Assembly 


SECTION Il 


(1) (2) (3) 
LLUSTRATION 

ITEM) SMR 

NO. | CODE 


NATIONAL 
STOCK 
NUMBER 


5310-00-880-7746 
5310-00-407-9566 
5310-00-081-4219 


4330-01-091-6965 
4330-01-092-0297 


5330-01-091-8588 


5305-00-146-2663 


5330-01-091-3517 


5330-01-091-8589 
5310-00-829-9981 
5310-00-407-9566 
5307-01-013-7888 


(4) 


PART 
NUMBER 


MS51968-5 
М535338-45 
М527183-12 
3000A 
3004A 

3036 

2136 

1923 

2098 

1459 
383-3/4 
2099 

2168 

2131 

2104 

2128 

2129 

2130 

1528 

1244 

1174 

2147 

2138 

2149 
MS51851-88 
2036 

2035 

2023 

2058 

2037 

1316 
MS35649-2312 
М535338-45 
М551864-103-18 
1394 

1404 

1548 

1210 

1319 

1549 
1460 
1537 


(6) 
DESCRIPTION 


TM 5-3740-214-24Р 


USABLE ON CODE 


GROUP 02 - AIR PUMP 


WASHER, РІАТ......................... 


BELT TENSIONER ASSEMBLY.. 


BOLT PLATE ASSEMBLY... 
AIR PUMP ASSEMBLY. 
.SCREW, PULSATION TANK 


.PACKING, PREFORMED ... : 


.BUSHING, DUPLEX 

.PULSATION TANK ............................ 
.HEAD АЅЅЕМВІХ................................... 
SCREW, MACHINE 

.FILTER RETAINER 


ი”უქხ=ოვტმIა-.“თ”””"”"”ს"!)ხხ"”'“ 


„FILTER INNER ELEMENT. 
„SCREEN, FILTER. 
SCREW, CAP, HEXAGON HEAD 


ოემა–_-..........· 


SCREW, САР, HEXAGON HEAD 
..GASKET, ТОР 

… PLATE, VALVE, INTAKE. 

.. SCREW, MACHINE 


“VALVE; REED; DISCHARGE ე”“'' 


… VALVE, REED, INTAKE .... 
..PIN, ROLL, SPIROL. 

.. GASKET, MIDDLE 
..PLATE, VALVE 
..GASKET, BOTTOM 

.NUT, HEXAGON 


.CYLINDER 

.GASKET, CYLINDER . 
.PISTON ASSEMBLY... 
..PLUG, PIN, PISTON. 


RINGS, PISTON (SET)... 


WIRE; CONNECTING ROD......... ხნ იო)! 
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бо о а PHBA 5 > RBA ასათ ND DD 65 ს BHA 5 ND о о о го = о о DD aH PABBA ქნა რა, ას 


5306-00-225-9089 


3110-00-606-1841 


3110-00-6р6-1840 


4820-00-0P6-8473 


SECTION Il 


(3) (4) 


NATIONAL 
STOCK PART 
NUMBER NUMBER 
01605 
01605 
01605 
01605 
01605 


01605 


01605 


4240-01 -00-6698 1153 


01605 
MS90726-34 
1382 01605 
1381 01605 


3110-01-092-4765 | 1397 


1403 01605 


LM67048 


LM67010 


01605 


60038 


60038 


01605 


01605 


211273 


01605 


01605 


01605 


01605 


(6) 


TM 5-3740-214-24Р 


DESCRIPTION 


USABLE ON CODE 


“SCREW, CAP, HEXAGON HEAD nm 


“SCREW, CAP, HEXAGON HEAD nn 


01605. | CARRIER; FRONT ciet teintes 


60038: | «СОМЕ,ВЕАВІМО ii ia 


79470 | .VALVE, DRAIN, OIL 
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ТМ 5-3740-214-24Р 


3 


= 
WOE / 

\ CV, 
EN. 


М 


`` SEPARATOR 
ASSEMBLY (REF) 


Figure 12. Filter-Nozzle Assembly 


ТМ5-3740-214-24Р/12 
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SECTION Il TM 5-3740-214-24Р 


(1) (3) (4) (6) 
LLUSTRATION DESCRIPTION 


NATIONAL 
STOCK PART 
NUMBER NUMBER USABLE ON CODE 
56215 
56215 
56215 


MS51968-5 96906: | МОТ; НЕХАСОМ....... лепит аще 


56215 BRACKET РАТ FLUID: LL u асыр инин ne 
55130 SOLENOID: და-ს-მსორრსარი”""”"''!""'"'""'' 
56215 
56215 


M83248/1-017 ‘PACKING; PREFORMED: riisiin пана лье 


56215 'ი მ-ტროსს ხისა” ''"'ს'" "”""''"""'""' 


116-В-08 30327 ЗЕШВОМ წაი=––ასს.-”-.-  ა–სს““““““"”''"'"”შ”""" 


339-1/2 54578 


1161-3/4 54578 .ELBOW, REDUCING, 90 DEGREES a... 


3014 56215 1 Е, PIPE, 3/4 INCH 
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ТМ 5-3740-214-24Р 


Figure 13. Separator 
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ТМ 5-3740-214-24Р 


(2) (3) (4) (6) 
LLUSTRATION DESCRIPTION 


(а) | (b NATIONAL 
FIG | ITEM| SMR STOCK PART 
МО. | NO.| CODE NUMBER NUMBER USABLE ON CODE |U/M 


ჩალე  –_____  -___ 
1045 „BOTTOM,SEPARATOR sans 
s PACKING, PREFORMED si indienne 
5310-00-732-0559 | MS51968-8 МОТНЕХАСОМ Ense 


1043 SS TUD, SEPARATOR -iarna ietan iada AEAN 


ТМ 5-3740-214-24Р 


> 2 
ირ“! | ot 

| ii N 

TE 

| ! | 19 

| | I “ს / 

| | | QD 

33 
C 18 
pom Жаа 


ТМ5-3740-214-24Р/14 


Figure 14. Control Panel Assembly 
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(1) (2) 
LLUSTRATION 
(b) 
ITEM 
NO. 


(a) 
FIG 
NO. 


SMR 
CODE 


(3) 


NATIONAL 
STOCK 
NUMBER 


5310-00-934-9747 
5305-00-003-9249 


6210-00-229-5202 


5305-00-978-9354 


5930-00-402-1224 


5325-00-171-6387 


5306-00-225-9084 


(4) 


PART 
NUMBER 


20091 
MS35649-262 
MS51851-23 
DL9 

90 

100-2 
MS16997-44 
2010.1 

2075 

55023 
MS35489-51 
1134-1/2 
510 

2078 
343-3/8 
2081-A 
1167-1 

2081 

2082-A 
MS90726-29 
2082 

1190-1 


2009 


LAMP,INCANDESCENT near 
წილ - 
INNER MAST –______-_..-_.-- “ -- 
SGOUPLING REDUCER ааа анна А 
-OUTER MAST ASSEMBLY nine 
„SCREIW,CAP,HEXAGON sn 


-PANEL,CONTROL,IMSTRUMENT 


TM 5-3740-214-24P 
(6) 
DESCRIPTION 


USABLE ON CODE |U/M| UNIT 


GROUP 03 - CONTROL PANEL ASSEMBLY 


IიტსაIIტწესა–-–––-–-ღღ>ღღღდღ 


ახა ______·_-<-_-_<-_-__ 


ТМ 5-3740-214-24Р 


Figure 15. Flowmeter Assembly 


(1) (2) 
LLUSTRATION 
(b) 
ITEM 
NO. 


(a) 
FIG 
NO. 


SMR 
CODE 


(3) 


NATIONAL 
STOCK 
NUMBER 


5305-00-757-8292 


5305-00-983-6651 


5305-00-719-5339 


5330-00-415-2210 


(4) 


РАВТ 
МОМВЕН 
М551851-44 


2011 


364Е156Т60 
101W707U01 
1032 
396C169T60 
640А119А19 
302B063P30 
304B056T60 
A-133BA1 
304B053T60 
1037 


322А153А21 


= .ОАТ-ЫТОР,ОЮЕЕТ... аа а ЫДЫ анны ы ың 
..FLOATSTOP, INLET 
. TUBE,METERING,GLASS 


TM 5-3740-214-24Р 


(6) 
DESCRIPTION 


SPACER FLOWMETRE R სი" ” წწ 
.FLOWMETER ASSEMBLY ” _–- a... 
SCREW, ავ__----- “”“ -–_ 
მწე______·_-_·-__________- 
თ! ლე.––-- 


ТМ 5-3740-214-24Р 


(REF) REGULATOR 
TER P 


9 | = (REF) 
° 
_ 
FILTER/NOZZLE M S BRASS 
ASSEMBLY “осо” : AT ULV./ 
< ү FLOWMETERS - C "Aa о еј 
GN» (TOP) bf KZ 


a) S HR « / j e^ 
| ` 


| PRESSURE | ! 
GAGE ^^ CONTROL 
REGULATOR TO BOX 
ELBOW 


FLOWMETER 
(BOTTOM) 


JUNCTION | 


8L0CM 


(ინწ) IL 


GROUND 


FLUSH An 
VALVE (REF) 9 
Figure 16. Hoses, Lines and Fittings 


ТМ6-3740-214-24Р/16 
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ТМ 5-3740-214-24Р 


(1) (2) (3) (4) (6) 
LLUSTRATION DESCRIPTION 
(a) (b) NATIONAL 
FIG | ІТЕМ| SMR STOCK PART 
МО. | МО. | CODE NUMBER NUMBER 


2066 WIRE 33950 ა ეაეეეედდ----_ღ<><_< 
2072 WIRE & FLUID HARNESS nn 
40-6-4-N-0 =აიIიკ--–_ 
ZA-106-4 FHOSEFEUSHLINE sc “მმლუფ'თ''"'ს 
VA-6 FILTER,FLUSH LINE nn 
9-BX CARTRIDGEFIET ER „ა ai 
ZA-106-26 HOSE FLUSHA BINE: аа ааа лай ығ a 


ZA-104-12 HOSE,COMPRESSOR memes 


40-4-4-N-0 ELBOW MALE, 90 DEGREE nn 


ТМ 5-3740-214-24Р 


ТМ5Б-3740-214-24Р/17 


Figure 17. Tank Assembly 
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(1) (2) 
ав). 
(а) 
па ТЕМ SMR 
NO. | CODE 


À ის. oe А-а. о LK 


со сом ОФ თ БС го = 


= 


+ 
წ 


£ — 
à c — 


= 


& c — 
д ый NI 


წ 
Оо соч თ თ + ооо o 


NI 
წ 


L 
+ 


= 
№ 
= 


წ 


№ 
№ 


L 


~ 
о 


L 


№ 
ы 


E 
№ 
о 


L 


№ 
о 


L 


го 
NI 


£ 


го 
со 


L 


á 
SNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNNN N 
~ 
о 


го 
со 


Ni 


со 
о 


L 


о 
= 


М 


о 
№ 


E 
о 
о 


x 


со 
> 


L 


со 
о 


á 


со 
о 


E 
© 
5 


+ 
со 
о 


L 


со 
c 


L 


> 
о 


(3) 


NATIONAL 
STOCK 
NUMBER 


5310-00-997-1888 
5310-00-582-5965 
5310-00-809-4058 
5305-00-068-0502 


5305-00-723-9399 


4730-00-595-0251 


4820-00-893-9841 


(4) 


PART 
NUMBER 


30081 
Kr0404PS 
2420 

2120 
27730506 
2108A 

2045A 
MS35649-2252 
MS35338-44 
MS27183-10 
М590725-6 
AFV6XJ-SS 
21821 
40-6-4M-0 
116-8-04 
Ү551963-46 
2013.1 
27730548 
27700228 
2034.1 
25-6-4-N-0 
40-4-4-N-0 
2005.1A 
2012A 
M83248/1-330 
270P-1/8 
KFO4-04PS90 
KFO404PS 
3600X2 
119-B-06X04 
2088 

2049 
101B-1/4 
112C 

MP 

2055 
102В-1/4 
112В-1/4 
171C-1 
66-P-3/8-19.5 


TM 5-3740-214-24Р 


(6) 
DESCRIPTION 


GROUP 04 - FORMULATION TANK ASSE8BLY 


TANK ASSY (IMSECT) 

VALVE, TWO-WAY 

.SPRING, RETURN 

.ELBOW .. 

.NIPPLE .. 

NUT, PLAIN, HEXAGON .. 

.WASHER,LOCK .. 

SCREW, САР, HEXAGON HAD er КЕНЕДЕН 
VALVE, THREE WAY... 

ELBON, 90, DEGREE, МАВ . სეითი... 
აღარ 3_-_-__·._·._·_ 
.BLOCX JUNCTION 

.NIPPLE,2 INCH ини . 
1მაევსთ-_____-_-___<-_<-__<<<<-____ 
.PICXUP TUBE ASSEMBLY sata aii a i a i 
CONNECTOR, FEMALE —Ó— a... 
(წომ-“"'”,_______--6---  _ 
თ! I ივუვვვ–_–__ ”“”““ –_- 
JTANKGAP ASSEMBLY. a at 
„PACXING,PREFORMRD ................ u uuu ы ыммен. 
.ELBOW,FEMALE,90 DEGRE ........ a. Q. 
-ELBOW,MALE,90 DEGREE нина 


.BUSHING,REDUCING .... 

.REGULATOR 

.VALVE,CHCK 

.TEE,MALE,BRASS 

МАЕУЕ ЗАРЕТУ MT ENTI ATA 
.GAUGE,PRESSURE 

(CROSS, BRASS. ................................. 
სსაყყხოხისა-სსა-უუუვმდ““წი”'' 


Change 1 43 


ТМ 5-3740-214-24Р 


Figure 18. Inline Strainer 


sr U.S. GOVERNMENT PRINTING OFFICE 1988--554-030/80044 Region #6 
PIN: 049894-001 
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() (2) (3) 
LLUSTRATION 


(a) | (b NATIONAL 
FIG | ITEM| SMR STOCK 
NO. | мо. | CODE NUMBER 


(4) 


РАВТ 
МОМВЕН 


1/2NPT 


1/24 


2035 


2036.1 


1/2-1 


(6) 
DESCRIPTION 


TM 5-3740-214-24P 


ТМ 5-3740-214-24Р 


ТМ5-3740-214-24Р/19 


Figure 19. Flush Tank Assembly 
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(1) (2) 
LLUSTRATION 
(b) 
ITEM 
NO. 


(a) 
FIG 
NO. 


SMR 
CODE 


(3) 


NATIONAL 
STOCK 
NUMBER 


5310-00-934-9758 


5305-00-984-6210 


5305-00-988-1723 


(4) 


PART 
NUMBER 


2125.1 
3-8313 
2-5580 
1-5587 
1-4762 
2-8120 
1-2249 
2-2252 
1-2091-1 
2-3017-1 
1-3087 
1-3657 


3-7013 


1-4324 


3-1753 


М535649-202 


М535206-263 


2126 


М535206-279 


2127 


2128 


2117 


3-1847 


(6) 
DESCRIPTION 


უხსალწლოლოუუ–-–-ღღღ- uuu... 
.PLUNGER ROD ASSEMBLY nn 
მემმანენხე. ს”““ო”'!""""შ'“ს! 
-СОІС5РВІМО,РЕОМОЕЄВ:. uuu u ”სს)!!!|!ს!" 


»PLUNGER,GAM-LOCK аараан 


TM 5-3740-214-24P 


‚BUMP-BARREL(ZINCH) sen. ee 


SPACER STUD ASSEMBLY nn 


FLUSH TANK BRACKET. aaa aaa enza 


ТМ 5-3740-214-24Р 


ТМ5-3740-214-24Р/20 


Figure 20. Battery Box Assembly 
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(1) (2) 
LLUSTRATION 
(b) 
ITEM 
NO. 


(a) 
FIG 
NO. 


SMR 
CODE 


(3) 


NATIONAL 
STOCK 
NUMBER 


5310-00-515-9254 


5310-00-829-9981 


5310-00-081-4219 
5306-00-012-6987 


6140-00-057-2553 


(4) 


РАВТ 
NUMBER 


33333 

3058A 

2070 

2071 
MS35425-24 
2008.1 
MS35649-2312 
3050 
MS27183-12 
MS35751-63 


MS35000-1 
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TM 5-3740-214-24Р 


(6) 
DESCRIPTION 


USABLE ON CODE JU/M UNIT 


GROUP 05 - BATTERY BOX ASSEMBLY 
BATTERY BOX А55ЕМН Ү...........өөөөөөнөөөөөөөөөөөөөөөөөөөөин 


ТМ 5-3740-214-24Р 


e— 
e—' 


ТМ5-3740-214-24Р/21 


Figure 21. Base Assembly 
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(1) (2) (3) 
LLUSTRATION 
(a) | (5) 
FIG | ITEM| SMR 
NO. | NO.| CODE 


NATIONAL 
STOCK 
NUMBER 


5310-00-768-0319 


5310-00-582-5965 


5310-00-809-4058 


5305-00-068-0506 


5310-00-880-7746 


5310-00-407-9566 


5310-00-081-4219 


5305-00-267-8973 


5305-00-267-8974 


5310-00-934-9758 


5310-00-045-3296 


(4) 


РАВТ 
NUMBER 


MS51968-2 
MS35338-44 
MS27183-10 
MS90726-6 
3002.1 
М551968-5 
М535338-45 
М527183-12 
М590726-4 
М590726-8 
2065 
М535649-202 
М535338-43 
М551851-68 
3003.1A 
2051 

3001 

3005.1 


3005.2 
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TM 5-3740-214-24Р 


(6) 
DESCRIPTION 


USABLE ON CODE |U/M| UNIT 


GROUP 06 - BASE ASSEMBLY 
SCREW,CAP,HEXAGON ___ 
.SCREW,CAP,HEXAGON HEAD 
.SCREW,CAP,HEXAGON HEAD 
WASHER,ALUMINUM — — a assasi 
.SCREW,CAP,HEXAGON HEAD 


SECTION IV 


STOCK NUMBER 


5305-00-003-9749 
5306-00-012-6987 
4820-00-026-8473 
5310-00-045-3296 
6140-00-057-2553 
5305-00-068-0500 
5305-00-068-0500 
5305-00-068-0501 
5305-00-068-0501 
5305-00-068-0501 
5305-00-068-0502 
5305-00-068-0502 
5305-00-068-0506 
5305-00-071-2242 
5310-00-081-4219 
5310-00-081-4219 
5310-00-081-4219 
5310-00-087-7493 
5940-00-143-4780 
5305-00-146-2663 
5330-00-166-0993 
5310-00-167-0721 
5325-00-171-6387 
5305-00-225-3839 
5306-00-225-8499 
5305-00-225-9081 
5306-00-225-9084 
5306-00-225-9089 
6210-00-229-5202 
5305-00-267-8973 
5305-00-267-8974 
5305-00-269-2803 
5930-00-402-1224 
5310-00-407-9566 
5310-00-407-9566 
5310-00-407-9566 
5310-00-407-9566 
5310-00-407-9566 
5330-00-415-2210 
5310-00-515-0254 
5310-00-550-1130 
5310-00-550-1130 
5310-00-550-1130 
5310-00-576-5752 
5310-00-582-5965 
5310-00-582-5965 
5310-00-582-5965 
5310-00-582-5965 


РАВТ 
NUMBER 


A-1338A1 
A-230115--S 
A-231301 
A-231886 
A-234598 
A-234678 
A-234950 
A-235157 
A-236938 
AGO00-30 
B2L X 68 
C-231738 
DL9 
KF04-04PS90 
KF0404PS 
KF0404PS 
LM67010 
LM67048 
L44610 
L44649 
М516997-44 
М516998-27 
М524629-45 
М525036-8 
М525036-9 
MS27183-10 
MS27183-10 


— 


о 
О оо © OO © O + O — +I QO “АЈ + 


= D 
N D + 


E 
СО Гр оо O1 TO CO — — ~ CO CO 


=— = = lll ll 
ODDDWDI PR са MM 
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fa TOME и NUMBER AND PART NUMBER INDEX 
Fl STOCK NUMBER 


5310-00-582-5965 
5310-00-582-5965 
4730-00-595-0251 
3110-00-606-1840 
3110-00-606-1841 
5940-00-644-8713 
5305-00-719-5339 
5305-00-723-9399 
5305-00-732-0559 
5305-00-757-8287 
5305-00-757-8292 
5310-00-761-6882 
5310-00-768-0319 
5310-00-809-4058 
5310-00-809-4058 
5310-00-809-4058 
5310-00-809-4058 
5310-00-809-4058 
5310-00-829-9981 
5310-00-829-9981 
5305-00-855-0558 
5310-00-880-7746 
5310-00-880-7746 
5310-00-880-7746 
5310-00-880-7746 
4820-00-893-9841 
5310-00-934-9747 
5310-00-934-9758 
5310-00-934-9758 
5310-00-955-4679 
5305-00-978-9354 
5305-00-983-6651 
5305-00-984-6210 
5305-00-988-1723 
5310-00-997-1888 
5310-00-997-1888 
5310-00-997-1888 
5310-00-997-1888 
5330-01-005-4058 
5307-01-013-7888 
5307-01-013-7888 
4240-01-090-6698 
5330-01-091-3517 
4330-01-091-6965 
5330-01-091-8588 
5330-01-091-8589 
4330-01-092-0297 
3110-01-092-4765 


РАВТ 
МОМВЕН 

MS27183-10 
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PART FIG. ITEM PART FIG. ITEM 
NUMBER FSCM NO. NO. NUMBER FSCM NO. NO. 
MS35338-46 96906 4 2 1000A 56215 13 7 
MS35340-45 96906 1 18 1001 56215 13 5 
MS35425-24 96906 20 4 1004 56215 15 
MS35489-51 96906 14 10 1018-1/4 30327 17 32 
MS35649-202 96906 19 15 101W707001 22375 15 7 
MS35649-202 96906 21 12 1010 56215 12 1 
MS35649-2252 96906 2 1 101.2 56215 12 9 
MS35649-2252 96906 3 6 1013 56215 12 4 
MS35649-2252 96906 5 4 1028-1/4 30327 17 36 
MS35649-2252 96906 17 1 1022-A 56215 13 2 
MS35649-2312 96906 11 31 1032 56215 15 8 
MS35649-2312 96906 20 6 1037 56215 15 15 
MS35649-262 96906 14 1 1041 56215 13 13 
М535751-63 96906 20 9 1043 56215 13 12 
М551851-23 96906 14 2 1044 56215 13 8 
М551851-43 96906 7 1 1045 56215 13 6 
М551851-44 96906 15 1 1046 56215 13 10 
М551851-68 96906 21 14 1103-1 54578 6 3 
М551851-88 96906 11 24 1128-1/4 30327 17 37 
М551864-103-18 96906 1 26 1120 75336 17 33 
М551864-103-18 96906 11 33 1124-1/2 54578 1 48 
М551963-22 96906 15 5 1134-1 54578 6 4 
М551963-46 96906 17 15 1134-1/2 54578 14 11 
М551967-2 96906 1 36 1153 01605 11 49 
М551968-2 96906 21 1 116-8-04 30327 17 14 
М551968-5 96906 01 1 116-8-08 30327 12 14 
М551968-5 96906 11 1 1161-3/4 54578 12 16 
М551968-5 96906 12 5 1167-1 54578 14 16 
М551968-5 96906 21 6 1174 01605 11 20 
М551968-8 96906 13 9 119-8-06Х04 30327 17 29 
М590725-3 96906 1 44 1190-1 54578 14 21 
М590725-3 96906 1 1210 01605 11 37 
М590725-34 96906 1 17 1217 01605 11 45 
М590725-36 96906 1 4 1227 01605 11 43 
М590725-5 96906 1 7 1244 01605 11 19 
М590725-5 96906 3 3 125100 75336 13 1 
М590725-5 96906 3 7 1265 01605 11 65 
М590725-6 96906 8 1 1291 01605 11 48 
М590725-6 96906 17 10 1316 01605 11 30 
М590725-8 96906 2 2 1319 01605 11 38 
М590725-9 96906 1 50 135 79740 13 3 
М590726-29 96906 14 19 1357 01605 11 50 
М590726-34 96906 11 51 1358 01605 11 47 
М590726-4 96906 21 9 1381 01605 11 53 
М590726-6 96906 21 4 1382 01605 11 52 
М590726-60 96906 4 1 1394 01605 11 34 
М590726-8 96906 21 10 1396 01605 11 61 
М83248/1-С17 81349 12 12 1397 01605 11 54 
М83248/1-330 81349 17 24 1398 01605 11 66 
QS-100-M6S 08484 16 5 1399 01605 11 44 
RF3824 77122 13 4 1400 01605 11 58 
UM5008 56215 5 13 1402 01605 11 62 
VA-6 28565 16 7 1403 01605 11 55 
X-119-14 28565 1 12 1404 01605 11 35 
Х-230-11 52845 1 12 1459 01605 11 9 
Х-25-15 52845 1 13 1460 01650 11 40 
Х-25-58 52845 2 8 1521 01605 11 64 
Х-276-7 52845 7 3 1524 01605 11 42 
Х-389-2М 52845 3 25 1528 01605 11 18 
Х-391-1 52845 5 11 1537 01605 11 41 
Х-583-1 52845 1 19 1548 01605 11 36 
Х-583-2 52845 1 34 1549 01605 11 39 
Х-67-5 52845 2 4 171C-L 70411 17 38 
2А-101-12 30327 16 11 1966 01605 11 46 
ZA-104-6 30327 5 12 2-2252 15317 19 7 
ZA-106-26 30327 16 9 2-3017-1 15317 19 9 
ZA-106-4 30327 16 6 2-5580 15317 19 2 
0066 84523 1 42 2-8120 15317 19 5 
1-2081-1 15317 19 8 200375 52845 8 14 
1-2240 15317 19 6 200376 52845 8 11 
1-3807 15317 19 10 200380 52845 8 6 
1-3657 15317 19 11 200333 52845 8 8 
1-4324 15317 19 13 200411 56215 16 10 
1-4762 15317 19 4 200408 52845 8 12 
1-5587 15317 19 3 200418 52845 8 10 
1/2-1 34234 18 4 200420 52845 8 9 
1/2-4 34324 18 1 200438 52845 8 5 
1/2NPT 54324 18 200439 52845 8 13 
100-12DL 51440 13 11 200443 52845 8 15 
100-2 72100 14 5 2005 1A 56215 17 22 
22 
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PART FIG. ITEM PART FIG ITEM 
NUMBER FSCM NO. NO. NUMBER FSCM NO NO. 
2008.1 56215 20 5 230087 52845 9 16 
2009 56215 14 22 230092 52845 1 24 
20091 56215 14 230112 52845 1 22 
2010.1 56215 14 7 230125-S 52845 2 15 
2011 56215 15 2 230148 52845 1 16 
2012A 56215 17 23 230149 52845 2 12 
2013.1 56215 17 16 230170 52845 1 31 
2016 56215 15 4 230249 52845 3 18 
2023 01605 11 27 230293 52845 9 10 
2030 56215 12 8 230410 52845 6 1 
2034.1 56215 17 19 230442 52845 3 8 
2035 01605 11 26 230476 52845 2 11 
2035 56215 18 2 230478 52845 2 7 
2036 01605 11 25 230525 52845 9 2 
2036.1 56215 18 3 230540-S 52845 2 13 
2045A 56215 17 6 230690 52845 9 11 
2049 56215 17 31 230710 52845 9 22 
2051 56215 21 16 230772 52845 3 15 
2055 56215 17 35 231142 52845 1 10 
2058 01605 11 28 231355 52845 2 5 
2065 56215 21 11 231419 52845 1 39 
2066 56215 16 1 231555 52845 8 
2070 56215 20 2 231625 52845 1 21 
2071 56215 20 3 231730 52845 9 12 
2072 56215 16 2 231737 52845 1 20 
2075 56215 14 8 231761 52845 9 6 
2078 56215 14 13 231804 52845 1 11 
2081 56215 14 17 231847 52845 7 6 
2081-А 56215 14 15 231855 52845 7 5 
2082 56215 14 20 231857 52845 7 7 
2082-А 56215 14 18 231879 52845 3 16 
2088 56215 17 30 232535 52845 3 21 
2098 01605 11 8 232575 52845 9 5 
2099 01605 11 11 232614 52845 2 9 
210223 52845 8 4 232617 52845 2 10 
2104 01605 11 14 232635 52845 8 7 
2106 56215 12 6 232659 52845 9 15 
2108А 56215 16 5 232777 52845 9 23 
211273 79470 11 63 234392 52845 1 9 
2117 56215 19 21 234402 52845 1 25 
2120 56215 17 3 234767 52845 5 14 
2125.1 56215 19 234347 52845 1 27 
2126 56215 19 17 234994 52845 3 17 
2127 56215 19 19 237335 52845 3 5 
2128 01605 11 15 237357 52845 4 7 
2128 56215 19 20 237363 52845 4 10 
2129 01605 11 16 237364 52845 4 13 
2130 01605 11 17 237367 52845 4 
2131 01605 11 13 237368 52845 4 14 
2132.1 56215 17 12 237644 52845 4 4 
2136 01605 11 6 237645 52845 4 8 
2138 01605 11 22 237647 52845 4 5 
2147 01605 11 21 237649 52845 4 11 
2149 01605 11 23 237650 52845 4 12 
2160 56215 5 8 237761 52845 4 
21601 56215 5 6 237762 52845 4 
2161 56215 1 6 237878 52845 3 35 
2168 01605 11 12 238011 52845 3 9 
2168 56215 1 49 238013 52845 3 10 
220174 52845 3 22 238057 52845 3 1 
220297 52845 3 26 240282 52845 1 46 
220476 52845 3 24 2420 30327 17 2 
220537 52845 7 8 25-6-4-М-0 52547 17 20 
2206 01605 11 270Р-1/8 30327 17 25 
220764 52845 5 10 275267 52845 9 13 
220853 52845 5 9 2770228 84972 17 18 
230004 52845 9 4 27730506 84972 17 4 
230007-5 52845 1 30 27730548 84972 17 17 
230008 52845 9 18 3-1753 15317 19 14 
230010 52845 9 20 3-1847 15317 19 
230011 52845 9 19 3-7013 15317 19 12 
230013 52845 9 21 3-8313 15317 19 1 
230021 52845 1 52 3Х559 71176 1 32 
230043 52845 1 43 3000A 56215 11 4 
230046 52845 1 40 3001 56215 21 17 
230048 52845 1 41 3002.1 56215 21 5 
230053 52845 9 9 3003.1A 56215 21 15 
230054 52845 1 23 3004A 56215 11 5 
230078 52845 2 6 3005.1 56215 21 18 
230087 52845 9 14 3005.2 56215 21 19 
23 
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PART FIG. ITEM PART FIG. ITEM 

NUMBER FSCM NO. NO. NUMBER FSCM NO. NO. 

3006 56215 1 5 40-6-4-N-0 52547 17 13 
30081 56215 17 41-005-01 52845 1 55 
3014 56215 12 17 41-015-02 52845 1 28 
3028063P30 22375 15 11 41-041-01 52845 1 47 
3022 56215 12 3 41-041-05 52845 1 53 
30221 56215 12 41-041-05 52845 1 29 
3023 56215 12 2 41-096-01 52845 4 6 
3024 56215 1 33 41-098-01 52845 4 13 
3036 56215 11 41-323-02 52845 3 11 
304В053Т60 22375 15 14 41-755-01 52845 9 17 
304B056T 60 22375 15 12 41-755-04 52845 4 9 
3050 56215 20 7 42-025-17 30327 1 15 
3054 56215 12 11 4АР-4 52845 17 34 
3055 56215 12 10 47-089-01 52845 9 8 
3057 56215 12 13 47-150-01 52845 3 14 
3058A 56215 20 1 47-150-01 52845 3 23 
320381 00779 3 34 5L-710 71176 10 1 
322A153A21 22375 15 16 51-132-02 52845 3 2 
33333 56215 20 510 59730 14 12 
339-1/2 54578 12 15 55023 13445 14 9 
343-1 54578 6 2 59079R-12 77060 3 29 
343-3/8 54578 14 14 59079R-18 77060 3 30 
3600X2 79470 17 28 59079R-3.25 77060 3 27 
364F 156760 22375 15 6 59079R-4.75 77060 3 28 
383-3/4 54578 11 10 60416-1 00779 3 33 
3960169T60 22375 15 9 640A119A19 22375 15 10 
4FV6XJ-SS 30780 17 11 66-P-3/8-14 30327 16 4 
40-4-4-N-0 52547 16 12 66-P-3/8-19.5 30327 17 39 
40-4-4-N-0 52547 17 21 9-ВХ 28566 16 8 
40-6-4-М-0 52547 16 3 90 08806 14 4 
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RECOMMENDED CHANGES ТО EQUIPMENT TECHNICAL PUBLICATIONS 


SOMETHING WRONG WITH PUBLICATION 


FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS) 


THEN...JOT DOWN THE 
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CAREFULLY TEAR IT OUT, FOLD IT 
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IN THIS SPACE, TELL WHAT IS WRONG 


“TRAN ALONG PERFEORATED LANE 
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PRINTED NAME, GRADE OR TITLE AND TELEPHONE NUMBER SIGN HERE 
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JUL 79 ARE OBSOLETE. RECOMMENDATION MAKE A CARBON COPY OF THIS 


AND GIVE IT TO YOUR HEADQUARTERS. 


THE METRIC SYSTEM AND EQUIVALENTS 


Linear Measure Square measure 
1 centimeter = 10 millimeters = .39 inch 1 sq. centimeter = 100 sq. millimeters =.155 sq. in. 
1 decimeter = 10 centimeters = 3.94 inches 1 sq. decimeter = 100 sq. centimeters = 15.5 inches 
1 meter = 10 decimeters = 39.37 inches 1 sq. meter (centare) = 100 sq. decimeters = 10.76 feet 
1 dekameter = 10 meters = 32.8 feet 1 sq. dekameter (are) = 100 sq. meters = 1.076.4 sq. ft. 
1 hectometer = 10 dekameters = 328.08 feet 1 sq. hectometer (hectare) = 100 sq. dekameters = 2.47 
1 kilometer = 10 hectometers = 3.2808.8 feet acres 


1 sq. kilometer = 100 hectometers = .386 sq. miles 
Weights 
Liquid Measure 
1 centigram = 10 milligrams = .15 grain 


1 decigram = 10 centigrams = 1.54 grains 1 dekaliter = 10 liters = 2.64 gallons 

1 gram = 10 decigram = .035 ounce 1 hectoliter = 10 dekaliters = 26.42 gallons 
1 dekagram = 10 grams = .35 ounce 1 kiloliter = 10 hectoliters = 264.18 gallons 
1 hectogram = 10 dekagrams = 3.52 ounces 1 hter = 10 deciliters = 33.81 fl. ounces 

1 kilogram = 10 hectograms = 2.2 pounds 1 centiliter = 10 milliliters = .34 fl. ounce 
1 quintal = 100 kilograms = 220.46 pounds 1 deciliter = 10 centiliters = 3 38 fl. ounces 
1 metric ton = 10 quintals = 1.1 short tons 1 metnc ton = 10 quintals = 1.1 short tons 


Cubic Measure 
1 cu. centimeter = 1000 cu. millimeters = .06 cu. inch 


1 cu. decimeter = 1000 cu. centimeters = 61.02 cu in. 
1 cu. meter = 1000 cu. decimeters = 35.31 cu. feet 


Approximate Conversion Factors 


To change To Multiply by To change To Multiply by 
inches centimeters 2.540 ounce inches newton-meters .0070062 
feet meters .305 centimeters inches 394 
yards meters .914 meters feet 3.280 
mules kilometers 1.609 meters yards 1.094 

sq. inches sq. centimeters 6.451 kilometers miles .621 

sq. feet 54. meters .093 sq. centimeters sq. inches 155 

sq. yards sq. meters .836 sq. meters sq. yards 10.764 

sq. miles sq. kilometers 2.590 sq. kilometers 54. miles 1.196 
acres sq. hectometers .405 sq. hectometers асгев 2.471 
cubic feet cubic meters .028 cubic meters cubic feet 35.315 
cubic yards cubic meters .765 milliliters fluid ounces .034 
fluid ounces milliliters 29.573 liters pints 2.113 
pints hters .472 hters quarts 1.057 
quarts liters .946 grams ounces .035 
gallons liters 3.785 kilograms pounds 2.205 
ounces grams 28.349 metnc tons short tons 1.102 
pounds kilograms .454 pound-feet newton-meters 1.356 
short tons metric tons .907 

pound inches newton-meters „11296 


Temperature (Exact) 


°F Fahrenheit temperature 5/9 ( after subtracting 32) Celsius Temperature °C 


РІМ: 049894 


